TABLE III 


CO AND NO DELIVERIES USING MODIFIED HOLDERS 
FOR BARCLAY-TYPE FILTER CIGARETTES 




CO . 

mg/cigt. 

NO , 

mg/cigt. 

Barclay Ultra Lights 
80 (Box) 


Standard 

1.1 

Modified 

5.4 

Standard Modified 

0.03 0.15 

Barclay Ultra Lights 

85 

0.7 

4.2 

0.02 

0.12 

Barclay Ultra Lights 

100 

3.2 

8.4 

0.09 

0.22 

Barclay 80 (Box) 


1 .0 

5.4 

0.02 

0.10 

Barclay 85 


0.5 

4.6 

<0.01 

0.10 

Barclay 100 


1 .4 

6.0 

0.04 

0.16 

Barclay Menthol 85 


0.6 

5.4 

0.02 

0.15 

Barclay Menthol 100 


1 .5 

5.4 

0.05 

0.14 

Kool Ultra 85 


1 .6 

6.8 

0.05 

0.17 

Kool Ultra 100 


2.9 

7.7 

0.08 

0.18 
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Source: https://www.industrydocuments.ucsf.edu/docs/zlnk0001 



